OIG Reports Possibly on Old Website 
Review of EES 1* Quarter 2009 - 8/5/09 
2"4 Financial Disclosure Audit - 2/16/11 
Review of LAPD’s Quarterly Discipline Report, 2"? Quarter 2009 - 10/28/09 
3" Financial Disclosure Audit - 3/17/12 
3™ Financial Disclosure Audit Post-Audit Supplemental Verification - 4/10/12 
Review of LAPD’s Quarterly Discipline Report, 3 Quarter 2008 - 1/22/09 
Review of LAPD’s Quarterly Discipline Report, 4 Quarter 2009 - 5/3/10 
Complaint Investigations Audit FY 2006-07 - 12/28/06 
Annual Review of the Department’s Retaliation Policy 2007 - February 2007 
Review of EES 1* Quarter 2011 - 9/18/12 
Review of Complaint Investigations Audit FY 2003-04 - 11/9/04 
Review of Complaint Form 1.28, Investigations, Phase 1 Audit FY 2009-10 - 9/7/10 
Review of Complaint Form 1.28, Investigations, Phase 2 Audit FY 2009-10 - 9/9/10 
Review of Complaint Form 1.28, Investigations, Phase 2 Audit FY 2008-09 - 6/29/09 
Annual Report on Categorical UOF 2005 - no date (Fall 2006) 
Annual Report on Categorical UOF 2006 - 11/29/07 


Review of the Department’s Arrest, Booking, and Charging Reports Audit, FY 2010- 
11 - 2/16/11 


Review of the Department’s Arrest, Booking, and Charging Reports Audit - 4/27/12 
Review of the Department’s Arrest, Booking, and Charging Reports Audit - 12/28/05 
Review of the Department’s Arrest, Booking, and Charging Reports Audit - 10/8/03 
Review of the Department’s Arrest, Booking, and Charging Reports Audit - 12/24/08 
Review of the Department's Arrest, Booking, and Charging Reports Audit - 12/27/06 


Review of the Department’s Arrest, Booking, and Charging Reports Audit, FY 2009- 
10 - 1/12/10 


Review of the Department’s Arrest, Booking, and Charging Reports Audit, 1* 
Quarter 2004-05 - 1/13/05 


Review of the Department’s Arrest, Booking, and Charging Reports Audit - 12/27/07 


Review of the Department’s Arrest, Booking, and Charging Reports Audit, 3" 
Quarter 2003-04 - 5/26/04 


Annual Report on Categorical Use of Force - November 2004 
Anti-Terrorist Intelligence Section Audit, FY 2008-09 - 4/9/09 
Anti-Terrorist Intelligence Section Audit, FY 2009-10 - 1/19/12 
Anti-Terrorist Intelligence Section Audit, Phase 1 - 3/6/07 


Review of LAPD’s Analysis of Bureau Gang Coordinator Inspections, 1* Quarter 2004 
- 8/10/04 


Supplemental Review of Biased Policing Complaint Investigations - 12/1/10 


Review of Gang Enforcement Detail Command Accountability Performance Audit, FY 
2005-06 - 6/27/06 


Review of Cash Management and Control, FY 2009-10 - 6/14/10 


Review of Audit Division’s Categorical Use of Force Systems Audit, FY 2005-06 - 
6/27/06 


Review of Audit Division’s Categorical Use of Force Systems Audit, FY 2006-07 - 
10/2/07 


Review of Audit Division’s Categorical Use of Force Systems Audit, FY 2006-07 - 
7/2/07 


Review of Audit Division’s Confidential Informant Package Audit - 10/5/06 
Review of Audit Division’s Confidential Informant Package Audit - 12/27/07 
CMS Data Verification Audit - 9/29/11 

Complaint Investigations Audit, FY 2007-08 - 2/7/08 

Complaint Investigations Audit, FY 2008-09 - 2/5/09 


Review of Audit Division’s Complaints Investigation, Phase 2A, 4 Quarter 2004-05 - 
6/30/05 


Complaint Form Investigation Audit - 12/18/03 
Complaint Investigation Audit, FY 2010-11 - 4/13/11 


Review of the Department’s Complaint Form 1.28, Investigations, Phase 1, FY 2007- 
08 - 3/27/08 


Review of the Department’s Complaint Form 1.28, Investigations, Phase 2 - 6/19/09 


Review of the Department’s Complaint Form 1.28, Investigations, Phase 2, 3 
Quarter 2005-06 - 7/5/06 


Review of the Department’s Complaint Form 1.28, Investigations, Phase 1, 2"° 
Quarter 2005-06 - 4/4/06 


Review of the Department’s Complaint Form 1.28, Investigations, Phase 2 - 8/1/07 


Review of the Department’s Complaint Form 1.28, Investigations, Phase 1, FY 2008- 
09 - 4/2/09 


Review of the Department’s Initiation of Complaints Audit - 7/12/04 
Complaints Investigation Audit, FY 2009-10 - 2/1/10 
Complaints Investigation Audit, FY 2005-06 - 12/28/05 


Review of the Department’s Complaint Form 1.28, Investigations, Phase 1, FY 2006- 
07 - 3/29/07 


Executive Summary - Department’s Complaint Investigations Audit, Phase 1, 2"? 
Quarter 2004-05 - 5/3/05 


Review of Audit Division’s Confidential Informant Package Audit - 9/20/05 


Review of Audit Division’s Confidential Informant Package Audit, FY 2008-09 - 
10/1/09 


Review of Audit Division’s Confidential Informant Package Audit - 9/9/08 


Review of the Department's Categorical Use of Force Interim Audit, 4 Quarter 
2003-04 - 12/2/04 


Review of the Department’s Categorical Use of Force Investigations Report Audit - 
12/28/05 


Review of Audit Division’s Categorical Use of Force Investigations Audit, FY 2007-08 
- 10/1/08 


Review of Audit Division’s Categorical Use of Force Investigations Audit, FY 2005-06 
- 10/5/06 


Review of the Department’s Categorical Use of Force Systems Audit, FY 2007-08 - 
6/25/08 


Review of the Department’s Categorical Use of Force Systems Audit, FY 2004-05 - 
6/30/05 


Analysis of the Department’s Mental Illness Audit - 12/29/04 


Review of the Department’s Non-Categorical Use of Force Investigations Audit - 
12/16/10 


Review of the Department’s Quarterly Discipline Report, 3 Quarter 2005 - 1/19/06 
Review of the Department’s Quarterly Discipline Report, 1* Quarter 2004 - 6/21/04 
Review of the Department’s Quarterly Discipline Report, 1* Quarter 2006 - no date 
Review of the Department’s Quarterly Discipline Report, 2"? Quarter 2004 - 9/16/04 
Review of the Department's Quarterly Discipline Report, 4° Quarter 2005 - no date 


Review of the Department’s Quarterly Discipline Report, 1* Quarter 2005 - 6/30/05 


Review of the Department’s Quarterly Discipline Report, 2"! Quarter 2005 - 10/7/05 
Review of the Department’s Quarterly Discipline Report, 3 Quarter 2004 - 12/9/04 
Review of the Department’s Quarterly Discipline Report, 4° Quarter 2004 - 3/23/05 


Review of Audit Division’s Motor Vehicle and Pedestrian Stop Data Collection Audit, 
FY 2004-05, 6/10/05 


Review of EES Quarterly Report, 2"? Quarter 2006 - 11/15/06 
Review of EES Quarterly Report, 3 Quarter 2005 - 2/3/06 
Review of EES Quarterly Report, 1* Quarter 2008 - 6/27/08 
Review of EES Quarterly Report, 1* Quarter 2006 - 8/8/06 
Review of EES Quarterly Report, 4 Quarter 2005 - 5/8/06 
Supplemental Report of EES, 3/4" Quarters 2005 Complaint Intake Audit - 5/8/06 
Review of EES Quarterly Report, 1* Quarter 2006 - 8/8/06 
Review of EES Quarterly Report, 1* Quarter 2005 - 7/27/05 
Review of EES Quarterly Report, 1* Quarter 2010 - 11/15/10 
Review of EES Quarterly Report, 1* Quarter 2011, 11/15/11 
Review of EES Quarterly Report, 2"! Quarter 2007 - 9/10/07 
Review of EES Quarterly Report, 2"? Quarter 2008 - 11/17/08 
Review of EES Quarterly Report, 2"? Quarter 2009 - 11/24/09 
Review of EES Quarterly Report, 2"? Quarter 2010 - 3/23/11 
Review of EES Quarterly Report, 2" Quarter 2011 - 1/26/12 
Review of EES Quarterly Report, 2"? Quarter 2005 - 11/4/05 
Review of EES Quarterly Report, 3" Quarter 2008 - 2/5/09 
Review of EES Quarterly Report, 3 Quarter 2009 - 2/5/10 
Review of EES Quarterly Report, 3 Quarter 2010 - 5/2/11 
Review of EES Quarterly Report, 3 Quarter 2011 - 8/1/12 
Review of EES Quarterly Report, 4 Quarter 2009 - 6/15/10 
Review of EES Quarterly Report, 4 Quarter 2008 - 5/14/09 
Review of EES Quarterly Report, 4 Quarter 2010 - 5/26/11 
Review of EES Quarterly Report, 4 Quarter 2007 - 5/2/08 
Review of EES Quarterly Report, 1* Quarter 2007 - 8/1/07 


Review of EES Quarterly Report, 3 Quarter 2006 - 2/1/07 
Review of EES Quarterly Report, 4 Quarter 2004 - 5/2/05 
Review of EES Quarterly Report, 3 Quarter 2007 - 2/3/08 
Review of EES Quarterly Report, 4 Quarter 2006 - 5/8/07 
Financial Disclosure Audit, FY 2009-10 - 3/18/10 


Review of Audit Division’s Gang Enforcement Detail Work Product Assessment 
Summary - 12/28/05 


Gang Injunction Audit - 3/31/12 


Review of the Department’s GED Work Product Assessment Summary, Phase 2, FY 
2007-08 - 9/14/07 


South Bureau Gang and Narcotics Complaint Investigations Audit - 12/12/11 


Review of GED Work Product Supplement to Work Product Audit, 1* Quarter, FY 
2003-04 - 11/9/04 


Review of the Department’s Gang Unit Inspections - 7/21/10 
Review of Audit Division’s GED Section Criteria Audit - 9/29/05 


Executive Level Review of the Department’s GED Work Product Assessment 
Summary, FY 2009-10 - 12/14/09 


Review of GED’s NCUOF Reports Audit - Supplement and Summaries of Transcribed 
Statements, Follow-Up Report - 12/9/04 


Review of the Department’s GED Selection Criteria Audit, FY 2007-08 - 6/27/08 
Review of the Department’s GED Work Procut Assessment Summary - 3/16/08 
Review of the Department’s GED Work Procut Assessment Summary - 12/28/06 


Review of the Department’s GED Work Procut Assessment Summary, FY 2008-09 - 
6/29/09 


Review of the Department’s GED Command Accountability Performance Audits - 
3/31/11 


Review of the Department’s GED/CLEAR Selection Criteria Audit - 1/16/11 


Review of the Department’s GED/CLEAR Selection Criteria Audit, FY 2010-11 - 
3/6/12 


Review of Supplemental GED NCUOF Reports Audit, 4° Quarter, FY 2003-04 - 
11/7/05 


Review of Audit Division’s GED Selection Criteria Audit 2005-06 - 10/5/06 
Review of the Department’s GED Selection Criteria Audit, FY 2006-07 - 7/2/07 


Review of GED Work Product Audit, 1* Quarter 2003-04 - 3/12/04 
Review of GED Work Product Audit, 2" Quarter, FY 2003-04 - 3/30/04 
Review of GED Selection Criteria Audit - 10/27/04 

Review of GED Selection Criteria Audit, 4° Quarter 2003-04 - 1/10/05 


Review of GED Work Product 3 Quarter, FY 2003-04 and Field Data Reports 
Completed by GED Officers Audit - Executive Summary - 12/21/04 


Review of GED Work Product Pattern Assessment Audit - 2/4/05 
Review of the Department’s Gang Unit Inspections - 2/3/11 
Review of the Department’s Digital In-Car Video System Audit - 12/22/11 


Executive Summary of the Department’s Motor Vehicle and Pedestrian Stop Data 
Collection Audit, 4 Quarter 2003-04 - 1/19/05 


Audit of Special Order 25 2008 - Mandatory Training Update Subsequent to CUOF 
and UOF Directive, FY 2009-10 - 2/11/10 


Review of Audit Division’s Motor Vehicle and Pedestrian Stops Data Collection Audit, 
FY 2005-06 - 6/30/06 


NCUOF Investigations Audit, FY 2005-06 - 3/31/06 

Review of Audit Division’s NCUOF Reports Audit - 9/29/05 

Review of the Department’s NCUOF Investigations Audit, FY 2008-09 - 10/21/09 
Review of NCUOF Reports Interim Audit, 2"? Quarter, FY 2004-05 - 4/11/05 
Audit of NCUOF Investigations - 3/24/04 

NCUOF Investigations Audit, FY 2006-07 - 3/30/07 

Review of NCUOF Report Audit, 2"? Quarter, FY 2003-04 - 4/9/04 

NCUOF Investigations Audit, FY 2007-08 - 4/30/08 

Review of Audit Division’s NCUOF Reports Audit, FY 2005-06 - 10/5/06 


Review of the Department’s Audit of Audiotapes used in NCAT Investigations, FY 
2006-07 - 4/19/07 


Review of the Department’s NCUOF Reports Audit, FY 2007-08 - 10/1/08 
NCAT Investigations Audit, FY 2008-09 - 4/30/09 

Review of the Department’s NCAT Reports Audit - 10/2/07 

Review of the Department’s NCAT Investigations Audit - 5/15/12 
Complaint Investigations Audit - 4 Quarter, FY 2003-04 - 7/27/04 


NCAT Audit - 12/16/10 


Review of the Department’s OVB Narcotics Enforcement Detail Command 
Accountability Performance Audit - 10/24/12 


Review of the Department’s Quarterly Discipline Report, 1* Quarter 2008 - 7/29/08 
Review of the Department’s Quarterly Discipline Report, 1* Quarter 2007 - 7/26/07 


Review of the Department’s Quarterly Discipline Report, 2™ Quarter 2008 - 
10/24/08 


Review of the Department’s Quarterly Discipline Report, 2"? Quarter 2006 - 
10/19/06 


Review of the Department’s Quarterly Discipline Report, 3 Quarter 2006 - 1/18/07 
Review of the Department’s Quarterly Discipline Report, 4" Quarter 2007 - 4/25/08 
Review of the Department’s Quarterly Discipline Report, 1* Quarter 2009 - 9/23/09 
Review of the Department’s Quarterly Discipline Report, 3° Quarter 2007 - 1//18/08 
Review of the Department’s Quarterly Discipline Report, 3 Quarter 2008 - 1/22/09 
Review of the Department’s Quarterly Discipline Report, 4° Quarter 2006 - 4/30/07 
Review of the Department’s Quarterly Discipline Report, 4" Quarter 2008 - 4/23/09 
Review of the Department’s Quarterly Discipline Report, 2"? Quarter 2007 - no date 


Analysis of the Department’s Audit Recommendations Status Report, 15/2" 
Quarters 2004 - 11/1/04 


Annual Retaliation Policy Review - 2/11/05 

Annual Retaliation Policy Review - 2/10/06 

Annual Retaliation Policy Review - 2/12/04 

Review of the Department’s Confidential Informant Package Inspection - 5/7/12 
Review of the Department’s Property Division Performance Audit - 7/24/12 


Review of the Department’s Use of Professional Standard Bureau’s Racial Profiling 
Investigative Protocols - 11/16/07 


Review of the Department’s Standards Based Assessment Inspection - Lieutenants 
and Below - 2/9/11 


Review of the Department’s Search Warrant Applications and Supplemental 
Affidavits Audit, FY 2011-12 - 9/19/12 


Review of the Department’s Search Warrant Applications and Supplemental 
Affidavits Audit, FY 2006-07 - 3/29/07 


Executive Level Department’s Warrant Applications and Supporting Affidavits Audit 
- 8/25/10 


Review of the Department’s Search Warrant Applications and Supplemental 
Affidavits Audit - 4/8/08 


Review of the Department’s Search Warrant Applications and Supplemental 
Affidavits Audit - 4/2/09 


Review of SEU Selection Criteria Audit - 12/16/03 
Skid Row Complaint Investigations Audit, FY 2010-11 - 10/13/11 


Executive Level Review of the Department’s Secret Service Funds Systems Audit - 
Narcotics and Vice - 2/9/11 


Review of Motor Vehicle and Pedestrian Stop Data Collection Audit - 3/3/04 


Review of Motor Vehicle and Pedestrian Stop Data Collection Audit, FY 2006-07 - 
3/29/07 


Review of Audit Division’s Supplemental NCUOF Reports Audit, FY 2006-07 - 
12/28/06 


Review of the Department’s Travel Authority and Expenditures Reporting Audit - 
8/20/10 


TEAMS II Audit, Phase 1, FY 2007-08 - 11/6/07 

TEAMS II Audit, FY 2009-10 - 4/26/10 

TEAMS Il, Phase 2, FY 2008-09 - 7/8/09 

TEAMS Il, Phase 2, 2007-08 - 6/6/08 

TEAMS Il, Phase 1, 2010-11 - 1/25/12 

TEAMS Il, Phase 1, 2008-09 - 10/2/08 

Traffic Collision Audit - 7/25/12 

Review of the Department’s Vehicle Pursuit Management Inspection - 6/22/12 
Property Room Inspection Van Nuys Area 2012 - 11/7/12 


Review of Audit Division’s Warrant Applications and Supplemental Affidavits Audit - 
4/10/06 


Review of Audit Division’s Warrant Applications and Supplemental Affidavits Audit, 
FY 2004-05 - 5/27/05 


